HARDWARE 
PROOFBUILDER ID i 
RETURN YOUR COMPLETED MANUAL TO EVALUATION BY 1-39-90 
RETURN YOUR COMPLETED UNIT ON NA 
IMPORTANT: Read the following information BEFORE opening proofbuildl} 
You have accepted significant responsibility for assuring thi 
proofbvild will become another successful Heath product. The succes: 
of this proofbuild is dependent on your ability to give complete an 


undivided attention to every detail. You are expected to mak 
objective comments for improvements of this project. 


Note the return daté, Pace yourself so that you wil) have sufficien 
time .to do any necessary troubleshooting, finish reading the manua 
material and observe the operation of the unit. 


Your contact for this product is: 


a Ext. 3187 
M Ext. 3728 
ri Ext. 3869 

vm! Ext, 3850 

1 a Ext. 3888 

X Aa i Ext. 5112 


Any questions should be directed to him, 


All proofbuilders are expected to follow these guidelines: 


GENERAL 
1. Make notes of any special instructions and/or parts. 


2 Use RED to make corrections or constructive comments in th 
manual; NO OTHER COLOR, Use black ink or pencil to check of 
instruction steps. 


3. (a) Put your name on each separate item of documentation, such a 
the manual, illustration booklet, schematic and lead chart. (I 
is not necessary to initial each page of the manual.) 


(b) Put your name on the chassis and cabinet using tape or gumme 
label, 


4. Make your comments at the appropriate place in the manual o 
illustrations. Make them clear, concise and complete. 


5. Follow the manual instructions to the letter, even though you ma 
know a different or better way to perform a given operation, D 
not Improvise, 


6. Keep a separate tally of construction, adjustment, an 
troubleshooting time. 


PARTS INVENTORY 


1. (a) As you come to each Parts List in the manual, inventory es 
part and check it against the Parts Pictorfals, marking a 
discrepancies. Be sure to count al] hardware. 


2. (b) If there are parts left over or missing at the end of ti 
section, indicate the quantities actvally "used" or "required 
Set aside any parts left over at the end of a section. 


ADJUSTMENTS /OPERATIONS 


1. ‘I£ you shovld experience any difficulties, follow the "In Case 
Difficvlty" section in the manual. Report ALL difficulties 
the attached sheets. : 

2. If the "ICOD" section does not solve your problem, you shou 
troubleshoot the product to the best of your ability BEFORE y 
seek assistance. 


Following completion of the proofbuild evaluation, the proofbuild un 
will be returned to you. You are expected to vse and operate the un 
as part of a continued field test for the product. You shovld repo 
any problems encountered to your contact in the Evaluation Departmen 
The unit may be temporarily recalled at any time for further testi 
or modification. You may be requested to perform some of the 
operations, Company policy requires that you retain possession 
your: proofbuild unit for one year or until three months aft 
Introduction to the market, whichever comes later. 


PACKAGING 


1. Were bags, subpacks and other parts in a reasonable location 
the final pack relative to the order of construction? YES 


2. What Improvements could be made to the packaging of this kit? 


(A 


COMPONENT QUALITY 


1. Was it necessary to replace any parts In order to make your ur 
operate properly7(1f so, return defective part to Q A Evaluvatior 


2. Were there any part failures? 0 YES 


3. Any other comments? NO YES 


ASSEMBLY 


1. 


2. 


Did you find any part of the assembly process overly difficult? 
If so, how could improvements be made? YES K No 


Did you find the assembly sequence generally straightforward and 
logical? ___YES x NO 


Immediately after completion of the assembly and any pre-turn on 
checkout, what is your "confidence level” in your unit being 
trouble free up to this point? 

No Confidence 1 2) 3 4 5S. sVery Confident 


Briefly-Justify your rating: \yakadt Propult bidrdo / aahwels 


Gm poo Count 


ADJUSTMENTS /OPERATI ONS : 


i. 


2. 


Which portions of the adjustment procedure were difficult to 


perform? 
M/A 


Did the problem areas... 

a) appear too complex? YES NC 
b) contain unclear instructions? JI YA YES "__NC 
c) cause the unit not to perform as expected? ___ _ YES ~__NC 


Please explain: 


If a step in the procedure did not epi the indicated results. 
Gid the procedure give you any instru ons ee remedy your 
problem? _XC_YES NC 


If remedial instructions were used, were you ne to correct the 
problems so you could proceed with the pele YES NC 
Ss, 


Immediately after completing the adjustmen what is your 
"confidence Level” in the product operating properly? 


No confidence 1 2 3. =O4 5 _ Avery Confident 


Briefly justify your rating: [iodo Propel, 
AU dis ¢ terrw bee 21 wudrioh/ 


“™ Mita 


6. Assuming you were a customer with little or no electroni 
backbround and only the information given in the manual to assis 
you, did you or wovld you need to seek assistance to adjust o 
troubleshoot this product? boot YES N 

ob 5 _—— 


Asya + trade 


APPRAISAL 

1. After you have had time to familiarize yourself with the operatio 
of the unit and use it, briefly write a short appraisal of th 
Product (including manual): - 


a) Dissatisfied with: 


b) Especially pleased with: 


Srl aye haw pats com? pyerall 


oprwtinn 


c) Have questions about: 


wt por bul, fer Wert ing per (Haswe piled.) 


TROUBLESHOOTING 
propuctr [1-S100 ASSEMBLY TIME 2 HS TIME — 


BUILDER mm 7 ADJ/ALIGN TIME Z&.S //2¢ 


tora, “1,5 _ 


Additional comments? ; 
Simm ‘3 (443.453¢-)) deh ne? matet, Mawr 

T hear ports did mot haw Yn) mM fachaye on = 
may cdrtun hulle, : 


NOTE: Check and make sure that the scales, provided at the bottom o 
several pages in the manual are accurate by comparing them to th 
ruler, measuring tape, scale, etc. You only need to check one or tw 
scales as they will all be the seme. If the scales in your manual ar 
not accurate, use any other source to make measurements. 


QA form 4514-1 p O2May8 


